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Message Text 

CONFIDENTIAL 

PAGE 01 SINAI 00510 071300Z 
ACTION SSM-05 

INFO OCT-01 NEA-10 ISO-OO OC-06 CCO-OO SY-05 /027 W 

004374 071405Z/43 

R 071250Z MAR 78 
FM USMISSION SINAI 
TO SECSTATE WASHDC 3736 

CONFIDENTIAL SINAI 0510 

DEPT FOR SSM 

FOR PENDLETON FROM WALLEN 

E.O. 11652: GDS 
TAGS: OGEN 

SUBJECT: EVALUATION OF THERMAL IMAGER 

1 . ED CALLENDAR OF NIGHT VISION LABORATORY ARRIVED 
AT SFM ON MARCH 6 AND IMMEDIATELY BEGAN CHECK OUT OF 
EQUIPMENT. LONG WAVE LENGTH SYSTEM (8 TO 14 MICROMETER) FOUND 
TO WORK VERY WELL; SHORT WAVE LENGTH SYSTEM (3 TO 5 MICROMETER) 
FOUND TO BE DAMAGED DURING SHIPMENT. ON MORNING MARCH 7 
CALLENDAR REPAIRED SHORT WAVE LENGTH SYSTEM AND NOW BOTH 
UNITS ARE FUNCTIONING PROPERLY, AND SET UP AND EVALUATION 
EXPECTED TO PROCEED AS SCHEDULED. 

2. EVALUATION PROCEDURE FOR THERMAL IMAGER HAS BEEN 
DISCUSSED WITH ESY MANAGERS AND A DECISION HAS BEEN MADE 
TO USE TECHNICIANS INSTEAD OF OPERATORS TO ASSIST IN 
EVALUATION. ESY TECHNICIANS WHO WILL BE PARTICIPATING 

IN EVALUATION ARE KENNETH WRIGHT, JAMES YATES AND J.L. WALKER. 

3. REQUEST YOU PROVIDE MESSAGE SOONEST CONFIRMING THAT THESE 
ESY TECHNICIANS HAVE CONFIDENTIAL OR OTHER 

CLEARANCES. 
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